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P. Operating license stage documents & correspondence

9005170239 Responds to request for addl info re irradiation fuel element,conversion of
reactor to use low enriched fuel & max reactivity insertion.DW Freeman hired as reac-
tor manager, effective 900501.

BOLON.A.E. Missouri, Univ. of, Rolla, MO. 90/05/08. ADAMS.A. NRC - No Detailed
Affiliation Given. 29pp. 53856:268-53856:296.

DOCKET 50-128 TEXAS A&M UNIV. RESEARCH REACTOR

Q. Inspection reports, IE Bulletins & correspondence

9005020073 Forwards Insp 50-128/90-02 on 900221-23 & notice of violation & devi-
ation.

BEACH.A.B. Region 4, Ofc of the Director. 90/04/17. HALL.K.R. Texas A&M Univ.,
College Station, TX. 3pp. 53673:076-53673:090.

-9005020075 Notice of violation from insp on 900221-23.Violation noted: licensee
transferred 80 mCi Na-24 to company in Oct 1989 w/o verifying authorization for pos-
session of matl.

*  Region 4, Ofc of the Director. 90/04/17. 1p. 53673:079-53673:079.

-9005020077 Notice of deviation from insp on 900221-23.Deviation noted: neutron
survey instrument used to perform radiation surveys of beam ports not calibr between
880715 & 900109.

*  Region 4, Ofc of the Director. 90/04/17. 1p. 53673:080-53673:080.

-9005020079 Insp Rept 50-128/90-02 on 900221-23.Violation & deviation noted.Major
areas inspected:radiation protection program.

RICKETSON.L,   MURRAY.B.   Region  4,   Ofc  of  the   Director.   90/04/13.   10pp.
53673:081-53673:090.

9005240286 Responds to violations noted in Insp Rept 50-128/90-01 on 900221-
23.Corrective actions:program for review of users license established & responsibility
for radiation protection program transferred to licensee.

HALL.K.R. Texas A&M Univ., College Station, TX. 90/05/11. YANDELL.LA. Region 4,
Ofc of the Director. 3pp. 53924:222-53924:224.

V. Operator Examinations

9004230415 Requests util provide ref matls listed in encl for licensing exam scheduled
for wk of 900625.Completed operator license applications must be submitted 30 days
before first exam date.

BEACH.A.B. Region 4, Ofc of the Director. 90/04/16. RICHARDSON.H.H. Texas A&M
Univ., College Station, TX. 9pp. 53565:097-53565:105.

DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equiprnentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004300216 Forwards notice of consideration of issuance of amend to license.Amend
entirely administrative in nature.

MARTlN.D.E. Regulatory Branch. 90/04/23. BAILEY.E.D. California, State of. 3pp.
53636:058-53636:060.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005160196 Requests FR publication of notice of issuance of Amend 24 to License
DPR-7.Amend revises Tech Spec Section VII, "Administrative Controls" to delete or-
ganization charts & change membership & reporting relationships.
AUSTIN.J.H. Regulatory Branch. 90/05/07, NRC - No Detailed Affiliation Given. 1p.
53836:342-53836:342.

9005210222 Forwards Amend 24 to License DPR-7 & safety evaluation.Amend revises
Tech Spec VII re administrative controls by removing organization charts.per Generic
Ltr 88-06.

AUSTIN.J.H. Regulatory Branch. 90/05/07. SHIFFER.J.D. Pacific Gas & Electric Co.
2pp. 53873:072-53873:089.

-9005210225 Amend 24 to License DPR-7,revising Tech Spec VII re administrative con-
trols by removing organization charts.per Generic Ltr 88-06.
AUSTIN.J.H. Regulatory Branch, 90/05/07. 11pp. 53873:074-53873:084.

-9005210228 Safety evaluation supporting Amend 24 to License DPR-7.

*  Office of Nuclear Material Safety & Safeguards.Director. 90/05/07. 5pp. 53873:085-
53873:089.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW,J.G, Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process," Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

Q. Inspection reports, IE Bulletins & correspondence

9004270117 Forwards Insp Rept 50-133/90-01 on 900326-30.Violation noted but not
cited.

YUHAS.G.P. Region 5, Ofc of the Director. 90/04/10. SHIFFER.J.D. Pacific Gas &
Electric Co. 2pp. 53634:276-53634:285.

-9004270121 Insp Rept 50-133/90-01 on 900326-SO.No violations noted. Major areas
inspected:followup     on     info     notices,items     of     noncompiiance.occupational
exposure.radwaste mgt.shipping & transportation & tours of facilities.
HOOKER.CA, YUHAS.G.P. Region 5, Ofc of the Director. 90/04/10. 8pp. 53634:278-
53634:285.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

900S030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to Fafse Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9004230564 "Annual Facility Status & Survey Rept, 1989." W/900327 Itr.
SHIFFER.J.D. Pacific Gas & Electric Co. 89/12/31. MARTIN.J.B. Region 5. Ofc of the
Director. 9pp. 53561:027-53561:035.

9004300003 Forwards correction to semiannual radioactive effluent rept for Jul-Dec
1989.Values for Table B1,Section C.ltem 3, "Percent of Applicable Limit" should be
2.86E-7 & 4.25E-7 for third & fourth quarters.respectively.

WOMACK.LF. Pacific Gas & Electric Co. 90/04/20. Document Control Branch (Docu-
ment Control Desk). 2pp. 53664:144-53664:147.

-9004300005 Corrected Table B1 to "Effluent & Waste Disposal Semiannual Rept,Jul-
Dec 1989."
* Pacific Gas & Electric Co. 89/12/31. 2pp. 53664:146-53664:147.

DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9005220030 Forwards rev to physical security plan as result of loss of power incident in
Apr 1990 & revised fuel description made as result of fuel conversion to low enriched
U.EncIs withheld.

NEWTON.T.H. Worcester Polytechnic Institute, Worcester, MA, 90/05/16. Document
Control Branch (Document Control Desk). 1p. 53880:262-53880:262. for dates for
